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BILL NO. S-87-01- Wes 


SPECIAL ORDINANCE NO. S- / 014 


AN ORDINANCE approving Change Order 
No. 1 for Water Main Connection 
Contract No. 86-XP-6, Productions, 
Newaygo Rds., with Scheidleman 
Excavating, Inc., in connection 
with the Board of Public Works 

and Safety of the City of Fort 
Wayne, Indiana. 


NOW, THEREFORE BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Change Order No. 1 for Water Main Con- 
nection Contract No. 86-XP-6, Production, Newaygo Rds., with 
Scheidleman Excavating, Inc., in connection with the Board of 
Public Works and Safety, for: 

this Change Order is necessary 
because of a conflict with a storm 
drain pipe, necessitating rerouting 
of the water line. Also, we had 
to install a larger fire service 
line to serve Fort Wayne Pools. 
The cost for the latter will be 
recovered through the connection 
charge; 
involving a net increase of One Thousand Nine Hundred Ninety-Four 


and No/100 Dollars ($1,994.00), all as more particularly set 


forth in the specifications, and which is on file with the Office 





of the Board of Public Works and Safety and is by reference incor 
porated herein, made a part hereof, and is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 
and effect from and after its passage and any and all necessary 


approval by the Mayor. 
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Councilmember 
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City Attorney 





Bruce O. Boxperger, 
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SANDRA E. KENNED 





Passed and adopted by the Common Council of the City of Fort 


Wayne, Indiana, as (ANNEX: E RIATION 





(SPECIAL) (ZONEMG-MAP) ORDINANCE 
on the of Date day of 
ee ee A E 


ATTIEST: 





KENNEDY, CITY CLERK 


Presented by me to the fea offthe City of Fort Wayne, Indiana, 


on the ay Z A day of Zaz : pos ge, E 


at the hour of f ME o'clock ©: My, E.S.?: 
VERS £ KFA 
: SANDRA E. KENNEDY, CITY CLERK 


TK Š | 
Approved and signed by me this 27 7 Gee OFS SSeS ’ 


oui 11,0? 
19 VG , at the hour of Bi ~ o'clock Z; MTE S oT. 
we 


JR., MAYOR 
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; : é i conn CESRGE ORDER Contract No. 86-XP-6 
Change Order No. a : Resolution No. Zar 
Project No. --- Board Order No. 146-86 
Name of Project _ PRODUCTION-NEWAYGO ROADS WATER MAIN CONNECTION Date DECEMBER 11l, 1986 
ON CONNE 


Ani Top dom Ca 


To: SCHEIDLEMAN EXCAVATING, INC. -AS 
(Contractor) 7 7-95 
1313.9 136 


G ntlemen: 


You are hereby requested to comply with the following changes from the contract plans 


and specifications: 
Description of Change Rees Ss Poe Price 
> Unit Price Increase 


12" x 45° ELL (RESTRAINED ee ae ioe a 245.00 
12" x 10" TEE AND 10" VALVE 1,404.00 ee | 1,404.00 


6" x 45° ELL (RESTRAINED) 172.50 eee 345.00 
































Total Decrease 










Total Increase 1,994.90 


nena 





Net @ecvease) (Increase) Contract Price 1,994.00 
The sum of $1,994.00 is hereby (added to) GiSBBEEEIEaeH) the total contract pric: 
and the final contract price shall be adjusted as follows: 
Original Contract Price $ 28,895.55 
Current Contract Price Adjusted by Previous Change Order $ 
New Contract Price Including This Change Order $ 30,889.55 


The time provided for completion in the contract for this project is (unchanged) PESTS AN 
CHEPEEEESER) by TES calendar days due to this Change Order. The date for completion 
of all work shall be same . Furthermore, this document shall become an 


amendment to the contract Ly oyisions of the contract shall apply hereto. 
Recommended by | Ped Sede A jater Engineer Date lZ- 17- 36 







i | City Engineer) 
Approved by: { 16 | AL Py (BAPSCCORO OK MSKEKXRESSUTEES ot e ld re -Yo 
[SEE ey amy 
Approve thy, Sa NAN aa bm Bd. of Works) Date 42 22 SG f A 
F CONTA 


[elt KUO Member Bd. of Works) Date | E 2. seni 2 


C224 Al (Member Bd. of Works) 


) ; 
Attested by:N_A 9: IN Dp Ly, k AERA ee (Clerk) J RBT 
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ry y ; E Change Orde: No. eee 


Resolution No. --- 
x T a 


Board Order No. 146-86 
REQUEST_AND JUSTIFICATION FOR CHANGE 
Necessity for change:__ FORT WAYNE POOLS NEEDED LARGER FIRE SERVICE LINE FOR THEIR 
SPRINKLER SYSTEM (COST TO BE RECOVERED AS A CONNECTION CHARGE). ALSO, A 6" WATER MAIN 


HAD TO BE REROUTED BECAUSE OF CONFLICT WITH STORM DRAIN PIPE. 


Will proposed change alter size of the project? Yes No 


x< 





if yes, explain 


x 
SSI E E a ery Ee SUES 


Affect on operation and maintenance cost of this project: 


NONE 


I E a AN Re NS.) 




















Albert H. Lichtsinn Junior Engineer 


Admn. Appr. 








TITLE OF ORDINANCE Change Order #1, Water Main Conn. Contract 86-XP-6, Production-Newago 
Es -e a Sa oe RS ee 


DEPARTMENT REQUESTING ORDINANCE Board of Public Works & Safety J P7 — O/-// 

SYNOPSIS OF ORDINANCE Change Order #1, Water Main Conn., Contract 86-XP-6, Production- 
Newago Rds., is necesseary because of a conflict with a storm drain pipe, 
necessitating rerouting of the water line. Also, we had to install a larger 
fire service line to serve Fort Wayne Pools. The cost for the latter will be 
recovered through the connection charge. Scheidleman Excavating, Inc., is 
the contractor. 

a a RA AS TS ee ge E 


OSES 


ee ee eee Se ee a eas ie eo as Se. Tee OM, ee 
EFFECT OF PASSAGE 

Ft. Wayne Pools. 
SS S RR a A e e 
ee a Es a eS le ee ee ee 


EFFECT OF NON-PASSAGE 





NS I a a ea ON Sy ae hs Eee pn Ree 
Increase $1,994.00 
MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) $ 


—— eee 
a ee 


ASSTGNED TO COMMITTEE 


ee — ——————— ees 


BILL NO. S-87-01-11 
Pe NR Bias Nee ee; St RNR ERT CE 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
RT E T 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
ra e a Sa a a eee 
REFERRED AN (ORDINANCE) ( KESB KOKXŠŇŤ approving Change Order 


No. 1 for Water Main Connection Contract No. 86-XP-6. Productions, 
Newaygo Rds. with Scheidleman Excavating, Inc., in connection with 


the Board of Public.Works and Safety of the City of’ Fort Wayne, ` 


Indiana , l ; 
Re ac a a aa EE E R T E AEE E E 
T a a a a a a A 








HAVE HAD SAID (ORDINANCE) (RESOLUTION) UNDER CONSIDERATION AND BEG 





LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 
(RESOLUTE TON 


YES. NO 














CHAIRMAN Ear e EE S Ma 7, age A T a Se 


PAUL M. BURNS 
VICE CHAIRMAN ce E a POMEL ae E S 


THOMAS C. HENRY 


BEN A. EISBART 
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PEL 7 SANDRA E. KENNEDY 
CITY CLERK 


